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14 October 1994 


TO: G. N. KURUC 

CAM 

400 RARITAN CENTER PARKWAY 
RARITAN CENTER 
EDISON, NJ 08837 


FROM: RJ REYNOLDS TOBACCO COMPANY 
401 NORTH MAIN STREET 
WINSTON-SALEM, NC 27102 


THE FOLLOWING ITEMS HAVE BEEN SHIPPED TO: RJR C/O G.N. KURUC 

400 RARITAN CENTER PARKWAY 
RARITAN CENTER 
EDISON NJ 08837 0000 

FROM RICHMOND VA BY OLD DOMINION BILL LADING NUMBER 28740396 
ON 10/14/94: 

ORDERED SHIPPED BACKORDER ITEM NO. ITEM DESCRIPTION 

10 10 339121 WOOO (CTN) FLOOR DISPLAY 5 CTN 

2 2 347184 TOPPER F/UOOD DISPLAY-9 PACKS 

YOUR PARTIAL SHIPMENT IS ESTIMATED TO ARRIVE ON 10/20/94. 

REFERENCE ORDER NUMBER 4283-0631 ON ANY INQUIRIES ABOUT THIS SHIPMENT 
WHICH WAS ENTERED 10/10/94. 

FOLLOWING SHIPPING INSTRUCTIONS WERE PRINTED ON THE BILL 
OF LADING: 

SHIP TO ARRIVE NLT 10/25/94:ATTN:N.KURUC 
"HOLD FOR QUICK CKEK INTRODUCTION" 

THE REMAINDER OF YOUR ORDER WILL ARRIVE FROM THE FOLLOWING LOCATIONS: 
WINSTON-SALEM, NC 
WINSTON-SALEM, NC 
DES PLAINES, IL 
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